PLATE XLI

MALE URINARY AND GEN-
ERATIVE ORGANS

1.    Left Kidney.

2.    Right Kidney.
3, 3.    Ureters.

4,    The Bladder.

5,    The Urethra.

6.6.   The Prostate Gland.
7, 7.    Cowper's Glands.

B. FEMALE URINARY AND GENERA-
TIVE ORGANS
1,  i.   The Ovaries.
2,  2.   The Fallopian Tubes.
3.    Uterus or Womb.
4.    Os Uteri, or Neck of the Womb.
5.    The. Bladder.
6.    The Vagina or Passage laid open.
7.    Meatus Urinarius, or Neck of Bladder.
8.    The Clitoris at External Opening.